"Samp_No","Lab_Location_ID","Matrix_ID","Sample_Type_Code", ,, Lab_Coc_No","Date_Collected","Date 
_Received","Date_Extracted","Date_Analyzed","Lab_Name","Lab_Samp_No","Lab_Batch_No", "Analysis" 
,"Analytical_Method","Extraction_Method","Cas_no", "Analyte", "Detected", "Result", "Result_Qualifier", "Lab 
_Result_Qualifier","Result_Units","MDL","MDL_Units","Quantitation_Limit","Quantitation_Limit_Units","Re 
porting_Limit","Reporting_Limit_Units","Reportable_Result","Result_Type_Code","QC_Type","Percent_S 
olids","Percent_Lipids","Percent_Moistu re", "Total_Or_Dissolved",'Test_Type", "Basis", "Dilution_Factor","P 
ercent_Recovery","SubSample_Amount","SubSample_Amount_Unit","Final_Volume","Final_Volume_Unit 
", "Comments", "QAFIag","QA_Date","QA_Comment","QA_UserName" 

"CC06_09212015_1300","", "Water", "Normal", "","09/21/2015 13:00", "09/23/201 5 00: 00", "09/28/20 15 
1 5:36", "09/30/201 5 1 8:39","TestAmerica Savannah", "680-1 1 701 3-3", "21 401 2","6020A Metals 
( I CP/MS)" , "6020A" ,"30 1 0A" , "7440-6 1 - 

1", "Uranium", "Y", "8.8", "","","ug/L", "0.58", "ug/L","0. 58", "ug/L", "2. 5”, "ug/L”, "Yes", "TRG", "TOTAL", "i 
nitial", "Wet", "5","", "50", "mL", "50", "mL","","0", 

"Lcs","", "Water", "Normal", "","09/28/2015 15:36", "09/30/20 15 18:12","TestAmeriea Savannah", "LCS 
160-21 3437/2-A", "214012", "6020A Metals (ICP/MS)", "6020A", "301 OA", "7440-61- 
1", "Uranium", "Y", "999", "ug/L", "0.23", "ug/L", "0.23", "ug/L", "1.0", "ug/L", "Yes", "TRG", "Laboratory_Contro 
LSample", "TOT AL", "initial", "Wet", "2","", "50", "mL", "50", "mL", ""/’I”, 

"MB", ""."Water", "Normal", "","09/28/201 5 15:36", "09/30/201 5 18:06","TestAmeriea Savannah", "MB 
160-213437/1-A", "214012", "6020A Metals (ICP/MS)", "6020A", "301 0A”, "7440-61- 
1", "Uranium", "N", "0.23", "<","U", "ug/L", "0.23", "ug/L", "0.23", "ug/L”, ”1.0", "ug/L", "Yes", "TRG", "Method_Blank" 
"" "TOTAL", "initial", "Wet", "2","", "50", "mL", "50", "mL","","1", 


1799241 
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